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Separate pacing is given to this Part In order that It nay be Sled 
as a separate compilation. 


MINISTRY OF IRRIGATION AND POWER 

NOTIFICATION 
New Delhi, the 21»t May 1970 

S.O. 1878.—In exercise of the powers conferred by sub-clause (lx) of clause (a) 
of sub-section (1) of section 2 of the Essential Services Maintenance Act, 1068 (59 
of 1968), the Central Government, being of opinion that strikes in any service 
connected with the supply of electrical energy to the public In the State of Tamil 
Nadu or with the generation, storage or transmission of electrical energy for the 
purpose of such supply [not being any such service falling under sub-clause (viil) 
of clause (a) aforesaldl would result In the Infliction of grave hardship ®n the 
community, hereby declares every such service to be an essential service for the 
purposes of the said Act. 

[No. 17(24)/70-EL.II.] 

21 1970 

*T° wr° 1878:-*TT*nmit*rT u fuf-m , 1968 ( 1968 *FT 59) RTTT 2 

etottt (1) (?p)%EH(auc (ix) gmYTrT arfanrf yiwftryrfrgq 
rwtt, fwtfr ni tpt $ f% aPm-iiy tfs*t jf 3^ <*t f^r wife tfV nrjfir I m 
% snrfsrcnf nfw % sfrm, ’Iirot itt jwr % f%ift nrr 

^ nfa fnrW (t) $ (viii) ^ msfrr fcnn$f, 
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pf?Tr^r % TpCEIEIT^T 'TEdTE ^ E^hYt Tferrf EWE ft ETtnfr, EET EftrfEEE % EEYe- 
EP* ZJ, fUl Ft, ET^iTTCI ERPEET EdT EtfaE ETEt f | 

[E° 17(24)/70—fao E>o] 


order 

New Delhi, the 21 st May 1970 

S.O. 1879.—Whereas the Central Government is satisfied that in the public 
interest it is necessary to make the following order: 

Now, therefore, in exercise of th a powers conferred by sub-section (1) of section 
3 of the Essential Services Maintenance Act, 1968 (59 of 1968), the Central Govern¬ 
ment hereby prohibits strikes in any service in the State of Tamil Nadu connected 
with the supply ot electrical energy to the public or with the generation, storage 
or transmission of electrical energy for the purpose of such supply, which has been 
declared bv the notification of the Government of India hr the Ministry of Irriga¬ 
tion and Power, S. O. 1878 dated the 21st May. 1970, to be an essential service for 
the purposes of the said Act or which falls under sub-clause (vlli) of clause (a) 
of sub-section (1) of section 2 of the said Act. 

[No. EL. II. 17(24)/ 70.J 
By order and in the name of the President. 

V. V. CHARI, Secy. 

E| 21 E$, 1970 

: t7T^ FHETEPIE 

EETEI. SfTTPFF ^ : 


EEf,EE,EHEFPF%ETE’JTOP 1 !EftrfEEE, 1969( I960 59) ^ sntT3-#3WRT 

(l) gTTIXEH «!ftdEt EEEEtE EXfl ^rrEt+T< Q^RT -fiHdl'f IREEPfft MV: 

EtEEETfal[E Wlfel^ ET^fr EET EEt RFjfE ^ 
EEYEEFtf TlfEE EWTEE, EEIW4 m EERT E ERpHE % ?fk El ETTff 

TTR % fEETfEV f’WE EETEE ^ EfN^EEI, E® ^To ET° 1878, ETdET 2 1 Ef, -1970 

3T7TTEE EftrfEEE % M-Mi d*11 % -fan ETETET iYETTtfEE4^ET E°f?T^ET4ft ITtf E'TrIeEE 

EfftlfG 2 E?V TEERTT ( l) f (v) T E WT (yU) £ gift / ETcft %\ 

[E5ET fEo Eto-17( 24)/70] 
V l^ifd % ETE eYe ERtm % 

3Y° ^Yo El Pc, ePee I 
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